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MEMORANDUM OF UNDERSTANDING (MOU) WITH TRUSSELL TECHNOLOGIES 
INC. REGARDING THE KOCH MEMBRANE SYSTEMS PURON™ PILOT STUDY AT 


LOS ANGELES-GLENDALE WATER RECLAMATION PLANT (LAGWRP) 


RECOMMENDATIONS 


1. Approve the MOU with Trussell Technologies, Inc. regarding Koch Membrane 
Systems pilot study at the LAGWRP. 

2. Authorize the Director of Bureau of Sanitation or his designee to sign and 
execute this MOU with Trussell Technologies, Inc. 


TRANSMITTAL 


Memorandum of Understanding between the Department of Public Works and Trussell 





econoliodie 
DISCUSSION 


The City of Los Angeles (City) is committed to maximizing beneficial reuse of 
wastewater effluent and increase production of recycled water. As such, the City will 
benefit from assessing the effectiveness of various treatment technologies in complying 
with the National Pollutant Discharge Elimination System (NPDES) and recycled water 
standards. Membrane Bioreactors (MBR) are a fast advancing technology widely used 
for the advanced treatment of wastewater and production of recycled water. Trussell 
Technologies, Inc has proposed to conduct a pilot study on the effectiveness of this 
membrane technology. 


This pilot study will examine the effectiveness of The KMS Puron™ MBR technology in 
complying with the Title 22 recycled water standards. Trussell Technologies, Inc. is 
seeking the California Department of Public Health (CDPH) approval for KMS Puron™ 
MBR system for use as a recycled water filtration technology in the state by 
collaborating with the Bureau of Sanitation (BOS) and instituting pilot of this technology. 
The pilot will be performed at LAGWRP and the City will act as the recycled water utility 
sponsor for the Title 22 CDPH approval process. Trussell Technologies, Inc. will collect 
and analyze all the data and will lead the technical efforts in demonstrating that KMS 
Puron™ MBR is in compliance with the state’s Title 22 water recycling requirements and 
meets membrane filtration criteria. 
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As part of the pilot study, Trussell Technologies, Inc plans to test and document the 
treated water quality through sampling and analysis. Subsequently, the water quality 
data is examined and a report that summarizes test results with pertinent 
recommendations will be prepared. 


Trussell Technologies Inc. will be providing and installing the pilot study test unit and will 
ensure its operation and maintenance. Trussell Technologies Inc. has also agreed to 
maintain liability insurance and indemnify the City. 


The attached MOU was reviewed by the Assistant City Attorney and has been approved 
as to form. 


FISCAL IMPACT STATEMENT 
This project will not impact City’s General Fund. 


Trussell Technologies Inc. will provide the pilot unit, unit installation, operation, and 
maintenance at no cost to the City. The City will supply Trussell Technologies Inc. with 
the electricity needed for the operation of the pilot unit for the period of the study and 
will provide a letter of sponsorship to the CDPH. Trussell Technologies Inc. will fully 
reimburse the City for the cost of the electricity and CDPH’s review and approval fees. 
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